Brief comment text:

The use of the 902-928 MHz by the wide public on many devices would be disruptive if this change is made. Publicly accessible bands are already slim. To remove it citizen access and change its use would also be an uphill battle because of the public widespread use. Do not change the use of this band. It would be detrimental to private and business uses.
